CGP asaina spi 
suc Smart Vision CO. 


Min Contractor / Sub 
Client Name Description Value (SAR) |End Date (year) Location i r/ i 
Contractor / Supplier 
A primary authorized supplier for all Riyadh - Jeddah - 
P y : Pp se ena Min Contractor And 
solar energy materials and an executor 10M 2024 Dammam - Suppli 
Saudi Technology and Security Comprehensive Control Company (Tahakom) of projects more 4 MW Qassim - Tabuk - PPAS 
Supply and installation of solar system 
PEY oe 4 : NEOM + Rub' al 
systems for Ministry of Energy projects 3M 2024 Khali D ; Sub Contractor 
Ministry of Energy - Subcontractor for Dar Al Masader Company 720 Kw utes 


Solar energy systems for powering 
icati t tth i -Al- j - 
communica ion sys emsal e AM 2024 Riyadh Al-Kharj sub Contagor 
substations of the Electricity Company Hail 
Saudi Electricity Company - Subcontractor for Green Technology Company 1.2 MW 


Supply and installation of solar ener 
a pe By 600K 2023-2024 Riyadh-Jeddah Min Contractor 
Many commercial villas systems 260 Kw 


Installation of a solar system for Prince 
Mohammed bin Abdulaziz Hospital 400K 2024 i Sub Contractor 
Advanced United Systems Limited Company (AUS) 800K 


600K on going Riyadh Min Contractor 
Installation of a solar system 200KW 


Gaa iN | TE Min Contractor 
es o oooi fnsalation of a solar system 400KW | 100k alhasa Min Contractor 


TASK T Installation of a solar system25KW 400K 2024 392g)! - by g>lall a>} Sub Contractor 
Sustainable Technology Company For Energy Installation of a solar system230KW 80K 2024 Riyadh Sub Contractor 


